DART AEROSPACE LTD 


Work Order: 


Part Number: 


RBE117-15004W6-17 
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Description: RING 
Inspection Dwg: RBE117-15004W6 


INSPECTION SHEET 


act Tolerance |p Atal, Method of | Comments 
@.943 | .948 
03 x 45° #.01 x 5° = 
-160 +.002 
185 +.005 
21.813 +.005 | 


@1.480 / 1.485 
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Measured by: Checked by: QC Inspector: 

Date: Date: Date: 
Engineering Approval: Date: 
if necessat ` 
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